From: 

Han, Linda (DPH) 

Sent: 

Friday, November 05, 2010 10:33 AM 

To: 

Nassif, Julianne (DPH); Nawn, Kathleen (DPH); Salemi, Charles (DPH); Caloggero, Dina 
(DPH) 

Cc: 

DPH-CDC-J Nickerson 

Subject: 

RE: entrance to the Drug Lab 


Hi all: I just spoke to John Nickerson. Nobody is supposed to be working on stair 4 on the 3 rd floor. He thinks this must 
be a mix-up with a stair 4 request for another floor. He went off to go investigate and straighten this out. Thanks for the 
heads up. Linda 


From: Nassif, Julianne (DPH) 

Sent: Friday, November 05, 2010 10:23 AM 

To: Nawn, Kathleen (DPH); Salemi, Charles (DPH); Caloggero, Dina (DPH) 

Cc: Han, Linda (DPH) 

Subject: RE: entrance to the Drug Lab 

We all agree that the readers belong on the doors near the elevators and Exit #1, however the workmen were 
attempting to install the readers on Exit #4 (to which Chuck refers in his email). There just needs to be some 
follow-up with the workmen, so that they refer to the plan and install the readers on the correct exits. 

Thank you, Julie 
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